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a sketchy with explanatory legend 




X« Transshipment freight station at Cierna nad Tisou* Czechoslovakia* 
2 0 Freight station at Gh@p P USSR© 

3o Hungarian-Soviet border© 

4o Freight station at BatyUj, Hungary 0 
5* Transshipment station at Zahony,, Hungary© 
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Broad-gauge rail line between Zahony and Tiszabezded© parallel to the normal- 
gauge line© 

Broad-gauge rail line between Tiszabezded and KfimBrS© approximately 6.500 
meters long© 

KomorS station© The broad-gauge line does not extend, south of Kflmflrfl in the 
direction ©f Ityirbogdany© 


Sail line between 
work was being done© 


and Demerger by way of Kis varda on which extensive 
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